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2. The vessel does not undergo dimensional changes 
which could interfere with its reliable and continu- 
ous use and leak-proof performance. 

3. Inquiries concerning this invention may be directed 
to: 

Technology Utilization Officer 
Goddard Space Flight Center 
Greenbelt, Maryland 20771 
Reference: B68-10104 


Patent status: 

Title to this invention has been waived under the 
provisions of the National Aeronautics and Space 
Act [42 U.S:C. 2457 (f)], to Mr. Bedrich Bernas, of 
the National Academy of Sciences, 2101 Constitution 
Avenue, Washington, D.C. 20418. 

Source: Bedrich Bernas 
of National Academy of Sciences 
under contract to 
Goddard Space Flight Center 
(GSC- 10343) 
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